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Status of the Coordinated Drafting 
of 

DCIDs within CIA 


1. This updates the status reported 23 June 1972, and tentatively 
identifies proposed numbers for DCIDs being drafted in the "Revised Series." 

2 . The designees briefly discussed and agreed that a new numbering 
system for DCIDs would be helpful. It was agreed that DCID numbers in the 
new system should so far as possible: 

a. Relate to the NSCID, by number, which authorizes or 
directs the action being taken by the DCI; and 

b. Relate to the USIB committee DCID charter, by number, 
in those cases in which responsibility for maintenance of the directive 
falls to the initiative of the chairman of such committee. 


Note the attachment to this status report. The attachment lists DCIDs of the 
Revised Semes" in. accordance with the proposed numbering system. It also 
indicates present thinking for action on items deferred by the designees . 

3. The following items are ready for multilateral coordination: 

Present > 

DCID No. Proposed Title 


1/1 

1/2 

1/4 

5/5 


■27T 

2/5 


25X1 


Jd/s&t, 

FILE Cflpyj 


Production of National Intelligence Estimates 
US Intelligence Objectives and Priorities 
Composition of Committees of the USIB 
Coordination of Intelligence Information Handling 
Interagency Clandestine Collection Requirements Committ ee 


Monitoring and Exploitation of Foreign Public Information 
Media 

Procurement of Foreign Publications 


25X1 


25X1 


25X1 
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25X1 


25X1 


Present 

DCID No . Proposed Title 

1/6 Control of Initial Information Regarding Foreign Nuclear 

Explosions 

1/15 Data Element and Code Standardization for Intelligence 

and Intelligence Information 

25X1 


4. 3 he following items are ready for coordination with committee 
chairmen: 

1/5 Watch Committee and National Indications Center 

Production and Coordination of the National Intelligence 
Survey Program 

3/1 Production and Coordination of Intelligence on Foreign 

Economics 

3/5 Production and Coordination of Intelligence on Foreign 

Science and Technology 

3/3 Production of Intelligence on Foreign Atomic Energy Matters 

3/ 4 Production and Coordination of Intelligence on Foreign 

Missiles and Space Systems 

1/13 Coordination of the Collection and Exploitation of Imagery 

Intelligence 

6/1 Coordination of the Collection and Exploitation of SIGINT 

1/11 Coordination of Maintenance of Security 

5. The following items have been drafted, but such drafts contain 
some unresolved matters in the bilateral coordination process: 




13 

272 

Coordination of Effort on Selected Intelligence Problems 
Compartmentation of Sensitive Intelligence and Intelligence 
Information 

2/3, 


25X1 

2/ 6 

Coordination and Exploitation of East-West Exchange 

Program 





6. The following item awaits decision as to what course of action 
to take: 


25X1 


2 
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7. The SA/D/DCI/IC and designees agreed to recommend that 
revision of the following DCIDs be undertaken by USIB committees or 
other appropriate DCI action agents after the revised DCID series has 
been approved: 

Present 

DCID No . Proposed Title 

1/7 Controls for Dissemination and Use of Intelligence 

and Intelligence Information 

1/14 Uniform Personnel Security Standards and Practices 

Governing Access to Sensitive Compartmented 
Information 

1/16 Security of Compartmented Computer Operations 

‘ “ — - 25X1 


8. The SA/D/DCI/IC and designees propose deleting the 
following: 

2/1 Coordination of Overt Collection Abroad 


9. The proposal for a Telecommunications Committee has been 
deferred pending further deliberation of the present interagency ad hoc 
working group . 



^/SA/D/DCI/IC 


25X1 


Attachment 
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ATTACH MENT 
7 July 1972 


Present 

Proposed 

DCID No . 

DCID No. 

1/1 

1/1 

1/2 

1/2 

- 

1/3 

1/5 

1/4 

“ 

1/5 

3/1 

1/6 

3/5 

1/7 

3/3 

1/8 

1/6 

1/8-1 


Proposed Title of Revised or New DCID 


Production of National Intelligence Estimates 
US Intelligence Objectives and Priorities 
Composition of Committees of the USIB 
Watch Committee and National Indications Center 
Production and Coordination of the National 
Intelligence Survey Program 
Production and Coordination of Intelligence on 
Foreign Economics 

Production and Coordination of Intelligence on 
Foreign Science and Technology 
Production of Intelligence on Foreign Atomic 
Energy Matters 

Control of Initial Information Regarding Foreign 


25X1 


1/4 

1/10 

1/15 

1/10-1 

1/13 

1/11 

6/1 

1/12 


■ 

Coordination of Intelligence Information Handling 
Data Element and Code Standardization for 

Intelligence and Intelligence Information 
Coordination of the Collection and Exploitation 

of Imagery Intelligence 25X1 

Coordination of the Collection and Exploitation 
of SIGINT 



nteragency Clandestine Collection Requirements^cY'i 
Committee 



Coordination of Maintenance of Security 



25X1 


2/4 2/1 Monitoring and Exploitation of Foreign 

Public Information Media 

2/5 2/2 Procurement of Foreign Publications 
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Present 
DCID No . 

2/6 


Proposed 
DCID No. 

2/4 


Proposed Title of Revised or N ew DCID 

Coordination and Exploitation of East-West 
Exchange Program 


25X1 



DEFER: 


1/7 

- a / 

1/14 

- b / 


25X1 


Controls for Disssemination and Use of 

Intelligence and Intelligence Information 
Uniform Personnel Security Standards and 

Practices Governing Access to Sensitive25X1 
Compartmented Information 


DELETE: 


2/1 


Coordination of Overt Collection Abroad 


a/- Probably to be referred to the Security Committee for re-study, revision 
and possible treatment in an appropriate manual of instructions . 

b/- Probably to be referred to the proposed Special Security Center for 
incorporation and reissue in an appropriate manual of instructions 
on compartmentation criteria, standards and procedures. 

c/~ Probably to be handled by the Special Security Center with respect 
to compartmentation matters and by the SIGINT Committee for 
treatment in appropriate DCIDs for other matters. 
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